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28 August 1951 


Mr. Walter Consuelo Langsan.. . 
President, Wagner College 
Staten Island 1, New York 
Dear Walter: 

Many thanks for your good letter of 2) August. I 
greatly appreciate what you have to say about my new 
appointment. If you are in Washington, I hope you will 
drop in to see us as I should like to talk things over 
with you. 

Sincerely, 


Allen W. Dulles 
Deputy Director 
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WAGNER COLLEGE 


STATEN ISLAND I, NEW YORK 


THE PRESIDENTS ROOM 


August 2h, 1951 


Mr. Allen W. Dulles 
Central Intelligence Agency 
Washington 25, D.C. 


Dear Allen, 


It was comforting to read in today's New York 
Times that you are on the job helping to steer 
the C.I.A. 


If ever plenty of experienced and wise leadership 
was needed in intelligence work, the time is now. 
May God bless your efforts in future as He so 
obviously has in the past. 


Sincerely yours, 


Wal 


Walter Consuelo Langsam, 
President. 


WCL: JE 


Approved For Release 2003/06/13 : CIA-RDP80R01731R003100060009-7 


